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Message Text 

UNCLASSIFIED 

PAGE 01 ZAGREB 00694 01 OF 03 110835Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO PASS-00 EB-08 /021 W 

088142 110843Z/15 

R 101535Z AUG 77 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4638 
AMEMBASSY BELGRADE 

UNCLAS SECTION 1 OF 3 ZAGREB 694 

E.O. 11652: N/A 
TAGS: BTIOYO 

SUBJECT: FOREIGN GOVERNMENT TENDER 

TO: VIRGINIA YORIO FOR J.S. WALKER 
GENERAL ELECTRIC COMPANY 
570 LEXINGTON AVENUE 
NEW YORK, N.Y. 10022 
TELEX: RCA 234698 

R. J. OLSEN 

ENVIROTECH MINING MACHINERY GROUP 
P. O. BOX 1211 

SALT LAKE CITY, UTAH 841 10 
TELEPHONE 801/531-6000 
TELEX 388-446 

GEORGE A. MARQUART 

MANAGER, BUSINESS DEVELOPMENT EASTERN EUROPEAN OPERATIONS (HC) 

ALLIS CHALMERS CORP. 

MILWAUKEE, WISCONSIN 53201 
TELEX: RCA 910 2623444 ALLSCHAL MIL 

ROBERT W. BRIMBERRY 

GENERAL MANAGER, EXPORT SALES OPERATIONS 
UNCLASSIFIED 

UNCLASSIFIED 
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DRESSER INDUSTRIES INC. 

P.O. BOX 6504 
HOUSTON, TEXAS 77005 
TELEX: TWX 910-881-3708 

SUMMARY. METALKA, LARGE EXPORT IMPORT AND TRADING COMPANY OF 
LJUBLJANA. YUGOSLAVIA, IS SEEKING BIDS FOR THE EQUIPMENT TO BE 
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USED IN THE NEW URANIUM MINE "ZIROVSKI VRH" IN SKOFJA LOKA, 
YUGOSLAVIA. 

1. 479/02/T0009 

2.081077 

3. RBRADTKE 

4. 479 YUGOSLAVIA. 

5. Y - IMPORTER 

6. A REPLY TO - 

6.B MRS. MIRA JURCA 

6. C METALKA, ODDELEK 2446 
DALMATINOVA 2, PHONE: (061) 311-155 

6 1 000 LJUBLJANA TELEX: 3 1 395 YU METALI 

7. TENDER PUBLISHED IN OFFICIAL GAZETTE OF YUGOSLAVIA NO. 28, 
ON JUNE 3, 1977. 

8. SEPTEMBER 3, 1977. HOWEVER METALKA INDICATES UNOFFICIALLY 
THAT THE DEADLINE WILL BE EXTENDED. 

9. 204 9. A FOREIGN COMMERCIAL TENDER 
UNCLASSIFIED 

UNCLASSIFIED 
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10. DESCRIPTION: 

3532XXX-0000: DRILLING SET FOR DIAMOND UNDERGROUND DRILLING, 
DRILLING HOLES 150 M LONG FROM 0 TO 360 DEGREES IN ALL INCLINA- 
TIONS. ELECTRICALLY POWERED, VARIABLE PROPULSION, EITHER 
COMPRESSED AIR OR DIESEL POWERED. DELIVERY FOR FIRST SET FOR 
JUNE 1. 1978 AND FOR SECOND UNIT JUNE 1, 1979. THIS AND NEXT 
FIVE ITEMS STANDARD CONSTRUCTION AND SERIAL PRODUCTION MODEL. 

NOTE BY OC/T: PASSED ABOVE ADDRESSEES. 


UNCLASSIFIED 


NNN 

UNCLASSIFIED 
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PAGE 01 ZAGREB 00694 02 OF 03 110847Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO PASS-00 EB-08 /021 W 

088252 110852Z/12 

R 101535Z AUG 77 
FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4639 
AMEMBASSY BELGRADE 

UNCLAS SECTION 2 OF 3 ZAGREB 694 

3532XXX-0000: LONG HOLE PERCUSSION DRILLING RIG, 

BOOM WHEELED JUMBO, DIESEL POWERED. LENGTH OF HOLES 35-40 MM 
WITH 51 MM DIAMETER. TOTAL COVERAGE 360 DEGREES, FAN INCLINA- 
TION MOSTLY EQUAL TO 10 DEGREES. DRILL ROD LENGTH 1200 MM. 

DRILL RIG EFFICIENCY IS EXPECTED AT LEAST 80 M PER 7 HOURS SHIFT. 

SQUARE SECTION AT LEAST 8 SQUARE M. DELIVERY FOR FIRST UNIT 
JUNE 1. 1978 AND SECOND JUNE 1, 1979. 

3532XXX-0000: MINE DRILLING RIG FOR DRIFT PROCEEDING, BOOM 
WHEELED JUMBO, DIESEL POWERED. TWO BOOM JUMBO WITH POSSIBILITY 
OF DRIFT DRILLING FROM 8-12 SQUARE METERS (DIMENSIONS 3 X 3.05 
OR 4 X 3.3 M). ONE SET SHOULD BE DELIVERED BY JUNE 1, 1978 
AND ANOTHER BY JULY 1, 1979. 

3532XXX-0000: LHD LOADER TRUCK - WHEELED LOADER, DIESEL 
POWERED. BUCKET CAPACITY APP. 2 CUBIC METERS. LHD LOADER 
TRUCK MUST BE EQUIPPED WITH SAFETY CANOPY FOR THE DRIVER, AS 
WELL AS WITH THE OXY CATALYTIC OR WATER SCRUBBER FOR EXHAUST 
GASES. LHD MUST BE USEFUL IN DRIFTS WITH 8 SQUARE METERS PER 
SQUARE SECTION. ONE UNIT SHOULD BE DELIVERED BY JUNE 1, 1978 
AND THE SECOND BY JUNE 1979. 

3532XXX-0000: REAR DUMP TRUCK 4- WHEEL DRIVE FOR UNDERGROUND 
OPERATION WITH CAPACITY FROM 10 TO 15 TONS, DIESEL POWERED. 

UNIT WILL BE USED FOR MINE TRANSPORT IN DRIFTS, SQUARE SECTION 
UNCLASSIFIED 

UNCLASSIFIED 
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9 SQUARE METERS (3 X 3.05 M) AND MAXIMUM INCLINATION 20 PER- 
CENT. TRUCK MUST BE EQUIPPED WITH SAFETY CANOPY FOR THE DRIVER, 

OXY CATALYST AND WATER SCRUBBER. ONE UNIT SHOULD BE DELIVERED 
BY JUNE 1. 1978 AND ANOTHER TWO UNITS BY JUNE 1, 1979. WHEN 
MAKING CHOICE FOR THE SUBJECT MACHINE, A POSSIBILITY OF CO- 
ORDINATION WITH THE ABOVE MACHINE SHALL BE TAKEN INTO CONSIDERA- 
TION. 

3531XXX-0000: COMPACT GRADER FOR ROAD CONSTRUCTION AND MAIN- 
TENANCE IN MINE DRAFTS AND SURFACE ROADS. IT MUST BE EQUIPPED 
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WITH DOZER BLADE AND VIBRATORY COMPACTOR, DIESEL POWERED, 
RUBBER TIRED, AS WELL AS WITH A CABIN FOR DRIVER, OXY CATALYST 
AND WATER SCRUBBER. DRIFTS OF SQUARE SECTIONS ARE: 9 SQUARE 
METERS (3 X 3.5 M), 12 SQUARE METERS (4 X 3.3 M). DELIVERY 
BEFORE JUNE 1. 1978. 

3564XXX-0000: MINE MAIN VENTILATION FAN AXIAL FAN, APPROXIMATE 
CAPACITY 50-90 SQUARE METERS SEC AT 150 MM OF WATER, ADJUSTABLE 
BLADE FAN DURING OPERATION. IT MUST BE DELIVERED AS A COMPLETE 
JOINT WITH ELECTROMOTOR (0.5 KV, 50 HZ) SUPPORT, INTAKE DUCT, 
PROTECTION GRID SILENCER, BEARING PROTECTION, NECESSARY SURVEYING 
INSTRUMENTS, REMOTE CONTROL SYSTEM AND FAN DISTANCE CONTROL AT 
1.5 KM AND 1.3 KM. BESIDES THE FAN ALSO SPARE MOTOR REQUIRED. 

ALL PARTS OF THE JOINT MUST BE STANDARD, SERIAL PRODUCTION. 
S-VERSION NOT IMPERATIVE. FIRST JOINT MUST BE DELIVERED BY 
MAY 1, 1978 AND SECOND BY JULY 1, 1978. 

3564XXX-0000: MINE STOP VENTILATION FAN, AXIAL WITH DIAMETER 
CCA 600 MM, APPROXIMATE CAPACITY 6 CUBIC METERS SEC AT 250 MM 
OF WATER. ALL OTHER REQUIREMENTS SAME AS ABOVE. DELIVERY FOR 
5 UNITS JANUARY 1, 1978. 

3532XXX-0000: DRIFT AIR REGULATOR-AUTOMATIC INSTALLED IN MINE 
UNCLASSIFIED 

UNCLASSIFIED 
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RAILROADS. PURPOSE OF INSTALLATION IS REGULATION OF VENTILATION 
IN ORDER TO ENABLE UNDISTURBED TRANSPORT AND DRIFT CROSSING. 
RAILROAD SQUARE SECTION IS 9 SQUARE METERS (3 X 3.05 M) AND 
(3 X 4 M). DRIFT AIR REGULATOR MUST BE AUTOMATICALLY REGULATED 
AND SHIFTABLE, AIR OR ELECTRIC POWERED. DELIVERY DEADLINE FOR 
7 UNITS JULY 1, 1978. 

NOTE BY OC/T: PASSED ABOVE ADDEES. 


UNCLASSIFIED 


NNN 

UNCLASSIFIED 

PAGE 01 ZAGREB 00694 03 OF 03 110901Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 PASS-00 /021 W 

088575 110908Z/12 

R 101535Z AUG 77 
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FM AMCONSUL ZAGREB 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4640 
AMEMBASSY BELGRADE 

UNCLAS SECTION 3 OF 3 ZAGREB 694 

3532XXX-0000: FAN INSTRUMENTATION AND ACCESSORIES FOR VENTILA- 
TION AND AIR CONDITION SURVEY CONTROL AS WELL AS MINE SAFETY 
PROTECTION CONTROL. THE ABOVE MENTIONED INSTRUMENTATION SHOULD 
INCLUDE: 

- MINE RESCUE SAFETY PROTECTION EQUIPMENT FOR CCA. 220 EMPLOYEES 
IN THE MINE AND FOR MOST NUMEROUS SHIFT CCA 1 10 EMPLOYEES. 

- INSTRUMENTATION FOR VENTILATION AND AIR CONDITION SURVEY 
CONTROL IN THE MINE WITH IONIC RADIATION AND DIESEL MECHANIZA- 
TION. 

- INSTRUMENTATION FOR SILICA DUST AIR SURVEY. 

- INSTRUMENTATION FOR NOISE CONTROL IN WORKING PREMISES. 

PARTIAL DELIVERY JUNE 1 . 1978 AND PARTIALLY JUNE 1, 1979. 

- COMPRESSOR STATION WITH THE CAPACITY 250-300 CUBIC METERS 
OF COMPRESSED AIR PER MINUTE AT WORKING PRESSURE 7 ATM. 

CAPACITY SHOULD BE GAINED BY SEVERAL AGGREGATES. 6 KV ELECTRICAL 
POWER IS AVAILABLE. COOLING SYSTEM AVAILABLE BY TECHNOLOGICAL 
WATER. 

11. BIDS IN 3 COPIES SHOULD BE SENT TO THE ADDRESS 6.C AND ALSO 
UNCLASSIFIED 

UNCLASSIFIED 
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SHOULD CONTAIN THE FOLLOWING INFORMATION: 

- AVAILABILITY OF SERVICING AND OF SPARE PARTS; 

- TRAINING FOR PERSONNEL TO HANDLE THE EQUIPMENT; 

- OPPORTUNITY TO SEE THE EQUIPMENT IN OPERATION; 

- TRADE REFERENCES; 

- AVAILABILITY OF INSTRUCTIONS FOR OPERATION AND MAINTENANCE 
OF EQUIPMENT. 

SUPPLIER CREDITS NOT REQUIRED. ALL TECHNICAL QUESTIONS FOR 
EXPLANATIONS CONCERNING THE BID SHOULD BE ADDRESSED TO; 

RUDNIK URANA ZIROVSKI VRH V USTANAVLJANJU 
KIDRICEVA 66 
64220 SKOFJA LOKA 
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PHONE: (064)51-192 

TELEX: 34519 YU LTH ATTN: FOR URANIUM MINE 

12. SPECIAL HANDLING REQUESTED UNDER CRITERIA C. 

AMERICAN CONSULATE GENERAL 
ZAGREB, YUGOSLAVIA. 

KAISER 

NOTE BY OC/T: PASSED ABOVE ADDEES. 

UNCLASSIFIED 


NNN 
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